Annual Editorial Index 


One-hundred-and-nine editorial features and special commentaries, 
classified by subject matter, published in Area Development in 1968. 


Case Histories 

Why Consolidate Plants into One Huge Complex? 
(Honeywell, Inc.) . . . Dec. 

New Research Center Is Designed for “Instant” Expan- 
sion or Division (Atlantic Richfield Co.) .. . Dec. 

Company Uses Demountable Walls, Data Processing in 
New Plant (Zierick Mfg. Corp.) . . . Dec. 

When Sales Tools, Inc. Moved, It Wrote Letters 

. « Dec. 

Company Solves Distance Problem for New Plant 
(Red Wing) . . . Dec. 

Revere’s New Mill Proves No Plant Is an Island (Re- 
vere Copper & Brass, Inc.) . . . Nov. 

Industrial Facilities Are Not Built in a Day (Swift & 
Co.) ... Nov. 

New Booth Facility Serves as Industry “Idea Center” 
(Booth Fisheries) . . . Nov. 
New Plant Achieves Architectural Unity (Excelsior 

Marking Products Co.) . . . Oct. 

Paper Producer Demonstrates Pollution Can Be Con- 
trolled (Owens-Illinois, Inc.) . . . Oct. 

Use Scale Models as Tools To Design & Build Plants 
(Union Carbide Corp.) . . . Oct. 

Computers Help Run New Computer Plant (IBM) 
a 

Ad Heralds Plant Opening (Acme Conveyor Co.) 
: hte 

Include a Storm Warning System in Your New Facility 
Plans (Western Electric Co.) . . . Sept. 

Safety Must be Built In & Updated Constantly (Aerosol 
Techniques, Inc.) . . . Sept. 

How To Move Without Losing Man-Hours (Lummus 
Co.) . . . Sept. 

Plant Is Designed To Obtain Three Benefits (L. Bieler 
& Sons) . . . Sept. 

Small Manufacturer Combines New Location, New 
Product, New Image (Harmonic Reed Corp.) 
oo « OO 

Keep Dedications Flexible To Meet All Emergencies 
(Standard Pressed Steel Co.) . . . Sept. 

Formula for Growth: Think Small (Buhl Projector 
cas... s ae 

General Foods Designed Plant Just for Research .. . 
Aug. 

Determine Personal Attitudes in Selecting New Plant 
Sites (Roberts Co.) . . . Aug. 

New Plant Stresses Community Relations (Avco- 
Lycoming) .. . Aug. 

Amphenol Corp. Lets Each Division Pick Its Own New 
Plant Site . . . Aug. 

Facility Planning Calls for Reviews & Previews (Cela- 
nese Corp.) ... July 

How E. R. Squibb & Sons Built a New $4 Million Plant 

ay ee 

Acquisition & Conversion of Old Plant Accelerate Ex- 
pansion (MacMillan Bloedel) . . . July 


JANUARY 1969 


“Image” Plant Combines Elegance & Efficiency (Decro- 
Wall Corp.) . . . June 

Have You Considered an Underground Site? (Brunson 
Instrument Co., Inland Cold Storage, Atlas Wire 
Products) . . . June 

Tool Manufacturer Builds “People-Oriented” Plant 
(Black & Decker) . . . June 

How Art Metal, Inc. Planned & Built $18 Million Plant 
.. « May 

What Good Lighting Can Do for Your New Plant 
(Schwinn Co., Kendale Washer & Stamping Co., 
Rose Mfg. Co.) . . . May 

Nuisance Industries Can Become Desirable (Lehigh 
Portland Cement Co., W. R. Bonsal Co., Dundee 
Cement Co.) . . . April 

New Coal Mining Facilities Can Be Clean & Attractive 
(Beth-Elkron Corp.) . . . March 

How To Make the Most of Space at Your Plant (Dorne 

& Margolin, Inc.) . . . March 

How To Persuade Employees To Move with Your New 
Plant (Corn Products Co.) . . . March 

New Facilities Utilize Three Design Concepts at Dicta- 
phone Corp. . . . Feb. 

Facility Planning & Construction Demand the Utmost 
in Teamwork (Pilkington Bros.) . . . Feb. 
Design Is the Key to Successful Facility Planning 

(McNeil Laboratories) . . . Feb. 

Explain Pensions & Other Benefits to Employees When 
Staffing New Plants (Bell & Howell, Armstrong 
Cork, Deere & Co.) . . . Feb. 

How To Solve the Space Problem in Your New Plant 
(Skyline Corp.) .. . Jan. 

When You Must Relocate, It’s a Good Time To Pause 
(Audivox, Inc.) . . . Jan. 

Plant Process Odors Can Be Controlled at Your New 
Facilities (Masland Duraleather, Carter Bell, Alden 
Press) . . . Jan. 

New Cement Plant Demonstrates Use of Concrete 
(Canada Cement Co.) . . . Jan. 

Workers at New Plants May Need Orientation to 
Industrial Life (Standard Pressed Steel) . . . Jan. 

Don’t Wait Until the Last Minute (Cobe Laboratories) 
—s 

Pillsbury Co. Uses 20-Year Projections in Facility 
Planning . . . Jan. 


Community Relations 

Why Consolidate Plants into One Huge Complex? 
(Honeywell, Inc.) . . . Dec. 

When Sales Tools, Inc. Moved, It Wrote Letters... 
Dec. 

Social Customs & Facility Planning . . . Dec. 

Revere’s New Mill Proves No Plant Is an Island 
(Revere Copper & Brass, Inc.) . . . Nov. 

Industrial Facilities Are Not Built in a Day (Swift & 
Cm)... oe 
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Pillsbury Co. Uses 20-Year Projections in Facility 
Planning . . . Jan. 

Women in New Plant Area May Be Best Source of 
Labor . . . Jan. 


Pollution & Waste 
Paper Producer Demonstrates Pollution Can Be Con- 


trolled (Owens-Illinois, Inc.) . . . Oct. 
Safety Must be Built In and Updated Constantly (Aero- 
sol Techniques, Inc.) . . . Sept. 


Nuisance Industries Can Become Desirable (Lehigh 
Portland Cement Co., W. R. Bonsal Co., Dundee 
Cement Co.) . . . April 

New Coal Mining Facilities Can Be Clean & Attractive 
(Beth-Elkron Corp.) . . . March 

Plant Process Odors Can Be Controlled at Your New 


Facilities . . . Jan. 
New Cement Plant Demonstrates Use of Concrete 
(Canada Cement Co.) . . . Jan. 


Professional Services 
Industrial Developers Strive To Aid & Retain Local 


Industry (AIDC Viewpoint) . . . Dec. 

Industrial Developers Accept the Challenge (Editorial) 
so See. 

Facility Planners Can Benefit by Attending AIDC Con- 
ferences (AIDC Viewpoint) . . . Nov. 

How Now, Brown Cow! (Editorial) . . . Oct. 

Industrial Development Know-How Should Be Shared 
(AIDC Viewpoint) . . . Oct. 

What You Should Know About Industrial Developers 
(AIDC Viewpoint) . . . Sept. 


What You Can Expect of Regional Agencies . . . Aug. 
The “Trinity of Purpose” of Development Programs 


(AIDC Viewpoint) . . . Aug. 

What Makes an Association Worthwhile? (Editorial) 
oo» omy 

The AIDC Conference in Retrospect . . . July 


Closer Partnership Needed in Industrial Planning To 
core Socio-Economic Ills (AIDC Viewpoint) . . . 
une 

The AIDC Story—A 68-page Supplement—Ad articles 
by AIDC members . . . May 

An Invitation To Learn about Opportunities on Indian 
Reservations (AIDC Viewpoint) . . . April 

Research Facilities Near Your New Plant . . . March 

AIDC Lends a Hand in Industrial Development Educa- 
tion for Indians . . . March 

If There’s Evil in Competition, Blame Ignorance & 


Neglect (AIDC Viewpoint) . . . Feb. 
More Training Opportunities for Facility Planners 
(AIDC Viewpoint) . . . Jan. 


Public Relations & Advertising 
When Sales Tools, Inc. Moved, It Wrote Letters . 
Dec. 


Your Plant’s First Impression: the Reception Room 
3 ee. 

Company Solves Distance Problem for New Plant (Red 
Wing) . . . Dec. 

Revere’s New Mill Proves No Plant Is an Island 


(Revere Copper & Brass, Inc.) . . . Nov. 
Ad Heralds Plant Opening (Acme Conveyor Co.) 
» obit. 
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Keep Dedications Flexible To Meet All Emergencies 


(Standard Pressed Steel Co.) . . . Sept. 
How To Persuade Employees To Move with Your New 
Plant (Corn Products Co.) . . . March 


Security & Protection 
Take Four Steps To Assure Everyday Safety Every Day 


i. oe 

New Plant Achieves Architectural Unity (Excelsior 
Marking Products Co.) . . . Oct. 

Include a Storm Warning System in Your New Facility 
Plans (Western Electric Co.) . . . Sept. 

Safety Must be Built In & Updated Constantly (Aerosol 
Techniques, Inc.) . . . Sept. 


How To Protect Your New Plant in Riots . . . July 
The Mechanical Factors of Safety at Your New Plant— 
Part II of a Two-Part Symposium . . . March 
The Human Elements in Safety at Your New Plant— 

Part I of a Two-Part Symposium . . . Feb. 


Site Selection 

Federal Data Available on Rural Opportunities for 
Industrial Plants . . . Dec. 

Social Customs & Facility Planning . . . Dec. 

Federal Aids for Plants on Indian Reservations . . . 
Nov. 

Trends in Industrial Real Estate . . . Nov. 

The Case for Moving Out—No. 2 of a Two-Part Article 
oo 2 See. 

Control Your Next Plant Relocation with PERT .. . 
Oct. 

Use a Systematic Approach to Planning Your New 
Plant . . . Sept. 

What To Consider in Selecting Overseas Warehouse 
Locations . . . Sept. 

In Site Selection, “Minor” Considerations May Be Vital 


(Editorial) . . . Sept. 
Real Estate Trends Shape Future Planning . . . Aug. 
Use Check Charts in Your Facility Planning ... . Aug. 


Amphenol Corp. Lets Each Division Pick Its Own New 
Plant Site . . . Aug. 

How E. R. Squibb & Sons Built a New $4 Million Plant 
ee 

Acquisition & Conversion of Old Plant Accelerate Ex- 
pansion (MacMillan Bloedel) . . . July 

Have You Considered an Underground Site? (Brunson 
Instrument Co., Inland Cold Storage, Atlas Wire 


Products) . . . June 
How Art Metal Planned & Built $18 Million Plant... 
May 


How Computers Can Relate Plant Site Selection to 
Your Firm’s Future . . . April 

The Importance of Interstate Highways in Plant Site 
Selection . . . April 

It’s Time for Action & Thoroughness (Editorial) .. . 
April 

An Invitation To Learn About Opportunities on Indian 
Reservations (AIDC Viewpoint) . . . April 

Warehousing for Profit . . . March : 

A Small Plant in a Small Town—Opportunities & Draw- 
backs . . . March 

Don’t Be Misled by Oversimplification (Editorial) .. . 
March 

Don’t Wait Until the Last Minute (Cobe Laboratories) 
oo « Oe 
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